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THIS IS UNEVALUATED INFORMATION 
25X1 X 


The hydroelectric power station in Czehow (H 50/2 07) on the Dunajec River is 
equipped with four turbines including one with an output of i 9 000 kW # one with an 
output of 5*50G kW, and the remaining two with an output of 2*200 kW and 500 ki4 
respectively s In 1951# the power station produced 35*6 million k*iu The grid has a 
voltage of lOgOOO 


CLASSIFICATION ShCRgT 


STATE J#i 


NAVY 

3 

NSR8 

7 

DISTRIBUTION 

— 

n 

, 

~i n 

i 

7“ 
i X 

AIR 

S 

E5I 

□ 

JLI 'Jl 


LJ 

L 

q 

i 


Approved For Release 2004/02/19 : CIA-RDP80-00810A0041 00520006-3 






